In soiuliiig spcpimens ofpliuits for mvesiigatiun it is dcsirable 
to includc thc ontirc phmt; if it is too lai'go, portions showing 
lcavcs, flowers, and fiuit are snfRcicnt. It is bcstto prcparctlie 
spccinio.118 liy drying thcm undev prcssnre bctwccn folds of absorb- 
cnt papcr, othcrwisc tlic parts may shrink arnl lircak so as to lic 
liardly recogimablc. ’Wlien dricd plants are sent thcy shonld bc 
protcctcd froni brcakage in thc mailbybcinginclosedinalicctsof 
pnpcr bctwccn piccos of stiffpastcboard. I f spccimens are to bc scnt 
frcsh, moistcn thcm slightly and pack thcm tightly in a hox or in a 
Inmdlc, wrapping thcm in heavy papcr. Writc thc iiuiiie of the 
sender on the ontsidc. In the lcttcr nccompanyiiig the spcdmcns 
state wlicre cach plant was collectcd, thc datc, thc liame of the 
eollcctor, and add any otlicr notes in regard to thc econonne valne 
oftlie plant. 

Pnckagos wcighing lcssthan fonr ponnd* nmy bc sent by mail 
at tlic ratc of one eciitpcr oiincc. 


lilnitcD Statcs IDcpartmcnt of iVgricnltnrc, 

iJotauicnl SHnisiatt, 

Wushington, (D. C. ; i8g / 
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